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1 30258 Capacitor, Fixed, Dielectric, 
LMF, 10 PCT, 600 V., CP7OELEF4O5K, 
MIL-C-25 $ a $ GFE 


2 30604 Capacitor, Fixed, Electrolytic, 
30MF, 350 V., SPRAGUE ELECTRIC 
TVA-1610 1.00 1 1.00 


3 30613 Capacitor, Fixed, Electrolytic, 
1MF, 30 - 15 PCT, 100 v. ’ Ge He 
29F519 7-25 2 14.50 


4 20631 Capacitor, Fixed, Electrolytic, 
LOMF, 50 - 10 PCT, 450 V., MALLORY 
FP-146 1.20 1 1.20 


5 30612 Capacitor, Fixed, Electrolytic, 
IMF, 20 PCT, 75 V., G- E. 29580 4.50 5 22.50 


6 30003 Capacitor, Fixed, Electrolytic, 
LMF, 30 - 15 PCT, 150 V., GENERAL 
ELECTRIC 29F44-7 9.30 5 46.50 


a 20630 Capacitor, Fixed, Electrolytic, 
Dual, 40 - 4O MF, 50 - 10 PCT, 475 Ve, 
MALLORY FP-262 2.53 1 2-53 


8 30512 Capacitor, Fixed, Paper, Electro- 
lytic, 1MF, 10 PCT, 600 V., 
CP65BLEF1O5K, MIL-C-25 1 OR 


9 30609 Capacitor, Fixed, Paper, Dielectric, 
5OOMMF, 10 PCT, 600 V., CP53BLEFSOUK, 
MIL-C-25/4B 1 GFE 


10 30616 Capacitor, Fixed, Paper, Dielectric, 
10MF, 10 PCT, 600 V., CP7OE1DF1O6K, 
MIL-25/7B 1 GFE 
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ll 30521 Capacitor, Variable, Ceramic, 
Dielectric, 1.5 - 7 MF, CV11A070, 
MIL-C-81A $ 7205 i $ 1.05 
12 56020 Fuse, Cartridge, Instantaneous, 
3AG, 1/4 Amp., 250 V., LITTLEFUSE 
No. 312.250 .08 50 4.00 
13 57038 Fuse, Cartridge, 250 V., BUSS 
AGC-1/200 Amp. mon 50 2.00 
14 56024 Fuse, Cartridge, Slo-Blo, 3AG, 
10 Amp., 32 V., LITTLEFUSE No. 313010 «2a 50 11.00 
15 56014 Fuse, Cartridge, Instantaneous, 
3AG, 1/8 Amp., 250 V., LITTLEFUSE 
No. 312.125 12 50 6.00 
16 59122 Lamp, MARCO No. 5NE2 285 2 1.70 
iz 59011 Lamp, G. E. No. 328 65 no “65 
18 8055 Relay, Armature, SPDT, 10,000 Ohm, 
POTTER & BRUMFIELD PW5LS-10000 12.00 1 12.00 
1g 68065 Relay, Armature, 3PDT, 115 V-, 
POTTER & BRUMFIELD KRP14A115 7.15 d 7.15 
20 68091 Relay, Thermal, Time Delay, SPDT, 
CURTIS-WRIGHT Type 6.330A 10.00 1 10.00 
BORED Resistor, Fixed, Composition, 50K, 
LPCT, 1 W., AEROVOX CORP. CP-1-50K 56 al «56 
LO6E0 Resistor, Fixed, Composition, 1 MEG, 
1PCT, 1 W., AEROVOX CORP. CP-1-1M .56 1 .56 
22 ah esas Resistcr, Fixed, Composition, 100K, . 
pom od W., ABROVOX CORP. CP-1-100K 50 E 56 
eae 
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Resistor, Fixed, Composition, 200 K, 
1PCT, 1 W., ABROVOX CORP. CP-1-200K »56 
Resistor, Fixed, Composition, 220K, 
1PCT, 1 W., ABROVOX CORP. CP-1-220K 56 
Resistor, Fixed, Composition, 120K, 
1PCT, 1 W., AEROVOX CORP. CP-1-120K 56 
Resistor, Fixed, Composition, 95K, 
1PCcT, 1 W., ABROVOX CORP. CP-1-95K 56 
Resistor, Fixed, Composition, 1.5 Meg.; 
1PCT, 1 W., ABROVOX CORP. CP-1/2-1.5M » 38 
Resistor, Fixed, Composition, 750K, 
1PCT, 1/2 W., ABROVOX CORP. CP-1/2-750K 38 
Resistor, Fixed, Composition, 3 Meg-, 
1PCT, 1/2 W., ABROVOX CORP. CP-1/2-3M 38 
Resistor, Fixed, Composition, 73K, 
1PCT, 1 W., ABROVOX CORP. CP-1-73K 56 
Resistor, Fixed Composition, 62K, 
1PCT, 1 W., AEROVOX CORP. CP-1-62K 56 
Resistor, Fixed, Composition, 25K, 
1PCT, 1 W., ABROVOX CORP. CP-1-25K 56 
Resistor, Fixed, Composition, 1k, 
1PCT, 1 W., AEROVOX CORP. CP-1-1K 56 
Resistor, Fixed, Composition, 250K, 
1PCT, 1 W., ABROVOX CORP. CP-1-250K 56 
Resistor, Fixed, Wirewound, 25K, 
1OpcT, 20 W., OHMITE ACLOP25K -T7 
Resistor, Fixed, Wirewound, 700 Ohm, 
10PCT, 5 W., OHMITE ACAAB700 0 
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38 20645 Resistor, Fixed, Composition, 80K, 
1PCT, 1 W., AEROVOX CORP. CP-1-80K $ 56 i; $ 56 
39 20646 Resistor, Fixed, Composition, 500K, 
1PCT, 1 W., ABROVOX CORP. CP-1-500K 56 1 56 
ho 20647 Resistor, Fixed, Composition, 150K, 
1PCT, 1 W., AEROVOX CORP. CP-1-150K 56 1 56 
41 20648 Resistor, Fixed, Composition, 90K, , 
1PcT, 1 W., AEROVOX CORP. CP-1-90K 56 1 56 
he 20514 Resistor, Fixed, Composition, 6 Meg., 
1PCT, 1/2 W., AEROVOX CORP. CPL-1/2-6M 4h 1 4h 
43 20661 Resistor, Fixed, Wirewound, 350 Ohm, 
LOPCT, 5-W., OHMITE ACAAB 350 40 1 ho 
Ly 20663 Resistor, Fixed, Wirewound, 12K, 
10PCT, 10 W., OHMITE ACYOUL2K 61 1 -61 
4s 55011 Semiconductor Device, Diode, Silicon, 
Junction, HUGHES A.C.CO. HD6009 5.30 10 33.20 
L6 55065 Semiconductor Device, Diode, Selenium, 
DRESSEN-BARNES D-3879 (#510530) 4.06 zl 4.06 
U7 45045 Tube, Electron, 5965 3 GFE 
48 45069 Tube, Electron, 5u4GA/GB 2 GFE 
kg 45090 Tube, Electron, 6BG6G, Receiving, 
JAN MIL-E-1/53A 3 GFE 
50 45064 Tube, Electron, 6AV6, Receiving, 
JAN MEL-E-1/51A 3 GFE 
51 h5ol4 Tube, Electron, 6V6G, Receiving, 
JAN MIL-E-1/42 3 GFE 
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45084 Tube, Electron, 12AX7, Receiving, 
JAN MIL-E-1/128B $ 3 
45038 Tube, Electron, 5651WA, Receiving, 
JAN MIL-B-1/825A 3 
47323 Tube, Electron, OA2WA, Voltage 
Regulator, JAN MIL-E-1/290A 3 
45024 Tube, Electron, 5670, Receiving, 
JAN MIL-E-1/5A 3 
45105 Tube, Electron, 5727/2D21W, Thyratron, 
JAN MIL-E-1/83A 3 
45012 Tube, Electron, 5814A, Receiving, 
JAN MIL-E-1/12A 3 
45026 Tube, Electron, 5963, Receiving 3 
45060 Tube, Electron, 5725/6as6W, Receiving, 
JAN MIL-E-1/6C 3.80 3 
a6 


ESTIMATED 
AMOUNT 


$ GFE 


GFE 


GFE 


GFE 


GFE 


GFE 


GFE 


11.40 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010018-5 


